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2500 Series 


Economy 


5200 and 4500 Series 
Open, Rear: 4519-B for Solid Body Electric Bass. 


Guild guitar cases provide proper fit and adequate protection because they 
are made especially for the instruments with which they are recommended. 


For case numbers, see the listing with each guitar model in this catalog. 


5200 and 4500 Series Hard Shell Cases. Heavy foam rubber padding. 3-ply 
veneered poplar. Deluxe brass clasps and lock, steel hinges. High quality 
plush lining. Large hinged accessory compartment. Stitched valance. 
Washable covering. Shaped luggage handle. 


2500 Series Hard Shell Cases. Flannel lined and padded. 3-ply veneered 
poplar. Brass clasps and lock, steel hinges. Accessory compartment. 
Stitched valance. Washable covering. Shaped luggage handle. 


Economy Cases. Heavy duty chipboard, deluxe covering. Plush lined interior. 
Brass clasps and lock, steel hinges. Shaped luggage handle. 


Guild -yAnntroduction 


The year was 1952. The place was 
a small loft in New York City, just 
ew anll (sme) mom ice)aam’iat-lalsmale iy 
known as the West Village. A 
group of five guitar makers—all of 
dal=)aame)(e(svamaalsiamyliamialsms)(steleny 
late lao se) m=p.4 0\=) a (a1 0 ers1e mN'(01010 1110) 6 ce 
ers—were completing the bodies, 
necks, fingerboards and head- 
pieces of the first Guild guitars. 

A iat=mant-lamuarematcleme)celelelalmant— 
group together was the late 
Ni iccvo mB) go)ale |= Mme) 01>) mela: ManlU isle 
Sj Co) c=i-1 alee) dents) am e)g@) ists) (0) afl 
e[U)ieslaisjemm A ee) mi aliowel g-latsianlslamarcle 
been in retirement after decades 
with a prestigious New York 
guitar factory. Two others were 
o[Ulitclmantclcclacmualomelellia-micii 
instruments each year for players 
Vato merclan(cmcomialsiaame)aMaciere)anlaal=)ac 
ofc irolamm Malemilaiamicctcwemilalisiasie 
iMatsiimereyanie)iatsyems>.delcigisialecula 
o[U Title antclalalem=>.cersisve(=10 400 
years. They believed in quality. 

PN igre mB) ge) ale(=m7- loi els) a isvelt(e) ace 
ist—a patient man who was in no 
alelgavacome)t-(excmalicmlarciiaulansialtcmela 
the commercial market. He played 
Wiel aVACIUlOmelUli tlm allaaixs)|Mex@m ici 
sl fom 0] gelolUleciomiar-lm@ialicmisctsmalei 
Tan) ofess3<}| 0) (<9 mus lalemalsiamalismilale(sias 
ran over a particularly good fret- 
board or a body sang with an 
especially resonant voice. he 
NVe]0] (eM eystsiomialom 0) ce mcomse)an me) i 
alismis(=la(etomlamialsmsii0lel(essmele)(e) ap 

NMalersmCielicomiameatcmelsveljalaliaremisets 
Ua llaaliccvom e)gelelU(eltie)amel0li clam Malsia= 
were just a few models, with 
customized variations as request- 
ed by the professionals for whom 
they were built. The tradition of 
ayelavemorg=liccianrelarsiall omatstomalcnicie 
been compromised by Guild to 
this day. 

Guild was a convenient place 
10) mi ©) £0) (=s<15) (0) aY= lM COM VAIS] Ota 
olUliGlasmeclaemelaayiliamiatsmancia 
NVUSlOMisinomarclaecelelioliaemiacie 
instruments. New York was one of 
dalsuaslere) gel |alener-le)irlisne)miarom ela (eR 


alollobclarem =) (e\aislelamsicielelatsmaarcliag 


Mell alsvo mci tcl manlels)(eltclalcme) a mero) alig-(o1 a 


and there was considerable work 
for free-lancers in the clubs around 
town. There was also a trend 
towards smaller bands, which 
aaistslalm@anle)gome| (ecm (el manelcomelelitclc 
ists. Alfred Dronge was in the 
dle |pim olr-(ersm-lmialsmale|almelaat=y 

DUC aiavemearsmanlec mills smc e lel ens 
production capacity grew and the 
(oxo) nn} oy-lah’a el=ier- lam comere)anlelsicom) iin 
davome) (ols) miarclantrowclanle)aremeler-lii0y 
(o [Uli eslgswmelisjdaleleni(e)am elerer-lpal= 
national. Dealerships were estab- 
lished in greater numbers. Guild 
Ve) air=(exer>1 0) tl alexcm lami alom me) iNAielele 
recording studios, the Las Vegas 
(oi [U] oxswars alo masa evan alsiacmelelieclaisits 
performed. 

In the early Sixties, America 
began to re-discover folk music. 
It was the day of the coffee-house, 
(0) M(e)| ae] go)0] osm (ole lal ale min(snere) | (=1e|=19 
(0) er at-larsjaar-dlomsve)(@) is) tsner-laavalale 
idaom(e) ge lowe lao m anlelsj(omcomialsyis 
NZO]0] ale mle lel[-1alectommelellomarc(emels(sia 
ol6} | (ef ae mes t=tsts) (ome [Ul] = lasm el=ierslU i>) 
PNiigciom BD) co)ale(smic-tomallaaissy ims! 
(ol feTsssj ere] me [Uli tela lcjem elu lm ale) iaialsia> 
was also great demand for steel- 
SJigiale ms (erelUrjt(om |alsjiaelanisialecwm Mala) 
F-50, D-50, D-40 and F-212 were 
elparolale me 1uli(eksme)ale|iat-|mit-ieae) oss 

A parallel phenomenon was of 
course rock and roll. Acoustic 
electrics were among the first 


ma lalsiiaelaatsialésmelell(emars(em=\\,c) mm elel iia 


but these were deep-body jazz 
guitars—the X-500, X-175 and 
Artist Award. Rock and roll guitar- 
SESMNVcl al core mre maa) lam ave)|(@)/iVa elele hy, 
electric. Guild's entry was the 
Sitelailasy 

DU alavemiateyssom Acie leo Ciellemelie 
built its first solid body electrics. 
i Matc\vaatclematclantstomllcommalelace(siae)i gop 
Polara and Jet-Star, but they had 
dalsmsy(s1o1 ge) al erswrel ale milale (sig elel-160 
that rock guitarists—by then into 
hard rock and its variations— were 
Kore) diaiemiele 


Meanwhile, in 1956, Guild had 
anle)’,=romice)aam Nic)" (old Or iava ce) 
Hoboken, New Jersey, where 
factory capacity could be expand- 
(Yo r= a le = me] ge)e] eke) m0) 6| ale(=1m (0) 4.<=) 65 
trained. Engineering and research 
departments were set up as the 
(oxe)an) ey-la Va lalaiice me lammbclon MC IUlI(o 
lelslerslanioe= 6 0)01e)|(e]\me) i als\e here) dele) tot 
tion. In 1966, Guild became a 
division of Avnet, Inc., which is a 
fol \Wielesihilcve Mere) g ele) e-1t(e)emiamiar= 
consumer electronics, automotive 
lave miavelelsiiat-| mils) (else 

Tal hcletom-lalemmbclolomme|Olpeclmaat-lale me 
facture was transferred to 
AVets\ (21g WAM mia lele(omicjt-lalemmalsia> 
Ni igevo mB) qe)ale(=m at-(eMel[ee)\/-)es10 me! 
group of woodworkers whose 
S541 1 fM@@]0] (OM ols-]e)e)|[s1emromial=uelel| (ep 
ale Molmilatcsmelelieclesmm Vila Nae) 

STUN (osm anlolsim>).4 01>) a(=)ales1e M0) cs) bs 
aatc\@ (=m i alo anle)om (OW mialele(=misr-lale 
Wile eatomrs(eire)avAniiall(om-(elaalialisiigcas 
tive facilities were relocated in 
Elizabeth, New Jersey. | 

Under Leon Tell, president, 
and Neil Lilien, vice president, 
both of whom had worked closely - 
WV/1tamG10ll(oksmre)Ulale(>)anie) mi aarclan 
Wore lecmmaatlalelre(e1lelalalem-laleme)celele ler 
Talacen’sctile) atom are\V,smexe) ali ialelcve! 
Ulaliaitciaaeleycoren 

A Kole re IUll (omelUlicsleci-lcon=) dele)ac 
To Rial cole(e|ameli-iig|elUi(e)e-m lam er-lal-ler-k 
Europe, the Far East, the South- 
NVsts) al ers (@llilemclactstmclalemerelelia 
PAN aalsig(er- tam malomexe)anl orclanvarclale mits 
products have earned internation- 
al stature. | 

CTU oMelc-\WAul om Vicanere)alcclanlevelese 
av anlersiomelllaialemiatoms)e-me)mial> 
(o[U i) eclmomanlecsimselallitercialme(si\{>) (6) en 
ment, when the instrument be- 
came deeply woven into the 
rela tts t(emel ale move lert=|mr-le)d (one) mial> 
time. At 24 years of age, Guild is 
ne) @e) a(>me) mao me) (e(=\-) em om alo) mial>) 
Felco (cts) em olUl mismerslar-llalhvaclanrelaremiar= 
foremost makers of quality guitars 
Tamialsmne)a (en 
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Guild's finest dreadnaught—displaying 
the understated elegance that marks the 
performing artist's personal guitar. 
Particular care is given to the aged 
rosewood from which the sides and back 
are made. Its tone spectrum is beautifully 


balanced, its natural projection remarkable. 


Details: Natural spruce top. Rosewood 
sides and back. Guild slim, fast-action, 
3-piece maple neck with fully adjustable 
truss rod. Bound ebony fingerboard with 
inlaid mother-of-pear! rectangular 
position blocks. Bound headplate with 
inlaid mother-of-pear|! Guild motif. Gold 
plated Grover Rotomatic machines. 
Ebony bridge. Black pickguard. Finest 
7-ply ivoroid binding. Delicate wood 
mosaic stripe inlaid into back and sides. 

20 frets. Neck joins the body at 14th fret. 
Guild M-450 Strings. 


D-50 


One of the most popular of all professional 
dreadnaughts, known everywhere for its 
depth and natural power without harshness 
of tone. Here's a guitar that says “pure 
Guild’, because it typifies the sound, 
materials, workmanship and finishing you'll 
find through the entire Guild line. 

Details: Natural spruce top. Rosewood 
sides and back. Guild slim, fast-action, 
3-piece mahogany neck with fully 
adjustable truss rod. Ebony fingerboard 
with inlaid mother-of-pearl position dots. 
Inlaid headplate. Schaller chrome 
plated machines. Ebony bridge. Black 
pickguard. White 7-ply ivoroid binding 
inlaid around top and back. 

20 frets. Neck joins the body at 14th fret. 
Guild M-450 Strings. 

Dimensions: Body 15%" (40 cm.) 
wide, 20" (50.8. cm.) long, 5" (12.7 cm.) 
deep. Overall length 42” (106.6 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1A¢' (4.2 cm.). 

D-50 NT. Natural top. Rosewood sides 
and back. 


4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe 
covered, plush lined. 





Dimensions: Body 15%" (40 cm.) 
wide, 20” (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 42” (106.6 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1'%e6 (4.2 cm.). 

D-55 NT. Natural top. Rosewood sides 
and back. 


4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 
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D-47 4M 


This strong-sounding dreadnaught has 
become a country music favorite. It 
gives you all the characteristics of curly 
maple sides and back, combined with a 
natural spruce top. Available in 2 
different finishes — all blonde, or with 
mahogany shaded sides and back. 

Details: Natural spruce top. Maple 
sides and back. Guild slim, fast-action, 

“3-piece mahogany neck with fully 
adjustable truss rod. Ebony fingerboard 
with inlaid mother-of-pearl! position dots. 
Inlaid headplate. Schaller chrome 
plated machines. Ebony bridge. Black 
pickguard. White ivoroid 7-ply binding 
around top and back. 

20 frets. Neck joins the body at 14th fret. 
Guild M-450 Strings. 

Dimensions: Body 15%" (40 cm.) 
wide, 20" (50.8 cm.) long, 5” (12.7 cm.) 
deep. Overall length 42” (106.6 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1'%6'(4.2 cm.). 

D-44M BL. Natural top. Maple sides 

and back. All blonde. : 
D-44M NT. Natural top. Mahogany shaded © 
maple sides and back. 
































4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 
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G-75 


Three-quarter size version of the D-50 
on the opposite page. Same 
dreadnaught shape and 5" depth, but 





smaller body width and body length for 20 frets. Neck joins the body at 14th fret. 

those who feel more comfortable Guild M-450 Strings. 

playing a guitar of this size. Same fine Dimensions: Body 15" (38.1 cm.) 

20-fret fingerboard, with full 25%" scale, wide, 18%" (47.6 cm.) long, 5" (12.7 cm.) 

as on the D-50. deep. Overall length 40%" (102.9 cm.). 
Details: Natural spruce top. Rosewood Scale length 25%" (65.1 cm.). Neck width 

sides and back. Guild slim, fast-action at nut 16! (4.3 cm.). 

mahogany neck with fully adjustable truss G-75 NT. Natural top. Rosewood sides 

rod. Ebony fingerboard with inlaid and back. 

mother-of-pearl position dots. Inlaid 

headplate. Schaller chrome plated 4515 Hard Shell Case. 3-ply veneer, 


machines..Ebony bridge. Black pickguard. heavily padded plush interior. 
White 7-ply ivoroid binding inlaid around 2515 Hard Shell Case. Flannel lined 
top and back. and padded. 


3/4 Size Dreadnaught Shape. 
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D-40 SB 


For those who prefer the dark richness of 
a beautifully applied sunburst finish, 
polished to a high lustre by Guild experts. 


D-40 SB. Sunburst finish. 


All Guild Flat-Tops may be ordered 
in sunburst finish. 


Pure, robust tone to add dimension to 
every player’s performance. A famous 
dreadnaught made of woods especially 
selected for their full sound production 
qualities. Price-wise, the D-40 is just about 
in the middle of Guild’s dreadnaught line- 
up. It's an instrument you'll be proud to 
own and play. 

Details: Natural spruce top. Mahogany 
sides and back. Guild slim, fast-action 
mahogany neck with fully adjustable 
truss rod. Rosewood fingerboard with 
inlaid mother-of-pearl! position dots. 
Inlaid rosewood headplate. Chrome 
plated Guild fully enclosed machines. 
Rosewood bridge. Tortoise pickguard. 
Beautifully bound in white/black/white 
ivoroid on top and back. 

20 frets. Neck joins the body at 14th fret. 
Guild M-450 Strings. 

Dimensions: Body 15%" (40 cm.) 
wide, 20" (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 42” (106.6 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 11/6’ (4.2 cm.). 

D-40 NT. Natural top. Mahogany sides 
and back. 


4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 





Leal 


Lead | 





























G-4) 


Possibly the largest dreadnaught available 
today. Richly textured Guild sound 
for the professional seeking an 
instrument that can reach the audience 
easily and with impact—but without the 
loss of tone quality. Facilitates clean 
execution, allowing complete control of 
articulation and dynamics all the way. 

Details: Natural spruce top. Mahogany 
sides and back. Guild slim, fast-action 
mahogany neck with fully adjustable truss 
rod. Rosewood fingerboard with inlaid 
mother-of-pear! position dots. Inlaid 
headplate. Schaller chrome plated 
machines. Rosewood bridge. Tortoise 
pickguard. Beautifully bound in 
white/ black/white ivoroid on top and 
back. 

20 frets. Neck joins the body at 14th fret 
Guild M-450 Strings. 

Dimensions: Body 17" (43.2 cm.) 
wide, 20%" (52.7 cm.) long, 5" (12.7 cm.) 
deep. Overall length 425%" (108.3 cm.). 
Scale length 26%" (66.7 cm.). Neck width 
at nut 146° (4.38 cm.). 
G-41 NT. Natural top. Mahogany sides 
and back. 








2517 Hard Shell Case. Flannel lined 
and padded. 





An arched back dreadnaught with a very 
bright sound resulting from its body 
design and the carefully selected 
resonant woods of which it is made. 
Picks up well on microphone — a 
feature all studio musicians appreciate. 
A distinctive Guild in a highly polished 
all-blonde finish. 

Details: Natural spruce top. Maple 
sides and back. Guild slim, fast-action 
mahogany neck with fully adjustable 
truss rod. Rosewood fingerboard with 
inlaid mother-of-pear! position dots. 
Rosewood headplate. Chrome plated 
fully enclosed Guild machines. 
Rosewood bridge. Tortoise pickguard. 
White ivoroid body binding with thin 
black stripe around top edge. 

20 frets. Neck joins the body at 14th fret. 
Guild M-450 Strings. 

Dimensions: Body 15%" (40 cm.) 
wide, 20" (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 42” (106.6 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 146 (4.2 cm.). 

G-37 BL. Natural top. Maple sides 
and back. All blonde. 
































4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 
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Beautifully close-grained woods In a 
dreadnaught body guitar with most 
satisfying tone quality and projection. 
Guild's fine construction and careful 
application of finishes are immediately 
evident in this more moderately priced 
instrument which is a favorite of so 
many players. 

Details: Spruce top. Mahogany sides and 
back. Guild slim, fast-action mahogany 
neck with fully adjustable truss rod. 
Rosewood fingerboard with inlaid mother- 
of-pearl position dots. Rosewood 
headplate. Chrome plated fully enclosed 
Guild machines. Rosewood bridge. Tortoise 
pickguard. Dark shell binding around 
top and back. 


20 frets. Neck joins the body at 14th 
fret. Guild M-450 Strings. 

Dimensions: Body 15%" (40 cm.) 
wide, 20" (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 42” (106.6 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1%e' (4.2 cm.). 

D-35 NT. Natural top. Mahogany sides 
and back. 

D-35 SB. Sunburst top. Mahogany sides 
and back. 


4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 


Teachers recommend this dreadnaught 
body guitar because it’s Guild all the way. 
Woods are carefully selected and matched 
for resonance. Bracing and other parts are 
patiently assembled. Available in 2 high- 
gloss finishes. 

Details: Shaded spruce top, mahogany 
sides and back. Guild slim, fast-action 
mahogany neck with fully adjustable truss 
rod. Rosewood fingerboard with inlaid 
mother-of-pearl position dots. Rosewood 
headplate. Guild-designed chrome plated 
machines. Rosewood bridge. Tortoise 
pickguard. Dark shell body binding. 

20 frets. Neck joins the body at 14th 
fret. Guild M-450 Strings. 

Dimensions: Body 15%" (40 cm.) 
wide, 20" (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 42" (106.6 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 16 (4.2 cm.). 

D-25M. All mahogany finish. 
D-25C. Cherry finish. 


4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 
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F-50OR 


Guild's finest 6-string flat-top! Jumbo size 
body, wide and extra deep, proportioned 
for powerful sound capable of filling the 
concert hall without sacrifice of tone quality. 
A guitar that can be controlled easily, to 
be gentle or forceful when blending with 
voices or other instruments in the group. 
Details: Natural spruce top. Rosewood 
sides and back. Guild slim, fast-action, 
3-piece maple and padouk neck with fully 
adjustable truss rod. Bound ebony 
fingerboard with inlaid mother-of-pear| 
rectangular position blocks. Bound 
headplate with inlaid mother-of-pear! Guild 
motif. Gold plated Grover Rotomatic 
machines. Ebony bridge. Black pickguard. 
Handsome multi-ply body binding. Delicate 
wood mosaic stripe inlaid into back and side 
20 frets. Neck joins the body at 14th 
fret. Guild M-450 Strings. 
Dimensions: Body 17" (43.1 cm.) 
wide, 20%" (52.7 cm.) long, 5" (12.7 cm.) 
deep. Overall length 42%" (108.2 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 11%6' (4.2 cm.). 
F-50R NT. Natural top. Rosewood sides 
and back. 





F-30 


Same jumbo size body as F-50R, but with 
curly maple sides and back. Available in all 
blonde or sunburst finish. Either way, a 
magnificent instrument, replete with luxury 
touches and constructed for finest 
professional performance. 

Details: Spruce top. Maple sides and 
back. Guild slim, fast-action, 3-piece maple 
and walnut neck with fully adjustable truss 
rod. Bound ebony fingerboard with inlaid 


Bound headplate with inlaid mother-of- 
pearl Guild motif. Gold plated Grover 
Rotomatic machines. Ebony bridge. Black 
pickguard. Handsome multi-ply body 
binding. Delicate wood mosaic stripe inlaid 
into back and side. 

20 frets. Neck joins the body at 14th 
fret. Guild M-450 Strings. 

Dimensions: Body 17" (43.1 cm.) 
wide, 20%" (52.7 cm.) long, 5" (12.7 cm.) 
deep. Overall length 42%" (108.2 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 11%.' (4.2 cm.). 
F-50 BL. Natural top. Maple sides 
and back. All blonde. 
F-50 SB. Sunburst finish. 


CASES FOR BOTH GUITARS 
ON THIS PAGE. 


5217 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2517 Hard Shell Case. Flannel lined 
and padded. 


mother-of-pearl! rectangular position blocks. 
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F-40 


A deep body guitar to give you the 
presence you need in a back-up band or 
solo spot on your own. Beautifully 
constructed to produce that distinctive 
Guild sound. Its maple sides and back are 
available in 2 different finishes— 

blonde or mahogany shaded. 

Details: Natural spruce top. Maple sides 
and back. Guild slim, fast-action, 3-piece 
mahogany neck with fully adjustable 
truss rod. Bound rosewood fingerboard 
with inlaid pearloid rectangular position 
blocks. Inlaid headplate. 

Schaller chrome plated machines. 
Rosewood bridge. Tortoise pickguard. 


White ivoroid binding and thin black stripes 


inlaid around body. 





F-30 


With a body smaller than most, the 
F-30 is a guitar that’s comfortable to 


20 frets. Neck joins the body at 14th 
fret. Guild M-450 Strings. 

Dimensions: Body 16" (40.6 cm.) 
wide, 20" (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 42" (106.6 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 11%6' (4.2 cm.). 

F-40 BL. Natural top. All blonde 
maple sides and back. 

F-40 NT. Natural top. Mahogany 
shaded maple sides and back. 


4516-D Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2516-D Hard Shell Case. Flannel 

lined and padded. 

18-D Economy Case. Deluxe 
covered, plush lined. 






















F-20 


play without tiring. It has the full 259%" 
scale on a standard size fingerboard— 
plus the sensitive, personal tone so 
desirable in folk playing. 

Details: Spruce top. Mahogany sides 
and back. Guild slim, fast-action 
mahogany neck with fully adjustable 
truss rod. Rosewood fingerboard with 
inlaid mother-of-pearl! position dots. 
Guild-designed chrome plated 
machines. Natural headplate. Rosewood 
bridge. Tortoise pickguard. Ivoroid 
binding inlaid around top and back. 

20 frets. Neck joins the body at 14th 
fret. Guild M-450 Strings. 

Dimensions: Body 15'%" (39.3 cm.) 
wide, 19%" (49.5 cm.) long, 4%" (12.3 cm.) 
deep. Overall length 411" (105.4.cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1146 (4.2 cm.). 

F-30 NT. Natural top. Mahogany sides 
and back. 


_ F-30 SB. Sunburst top. Mahogany sides 


and back. 


4515 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2515 Hard Shell Case. Flannel lined 
and padded. 

C-13P Economy Case. Deluxe covered, 


: plush lined. 


Smallest Guild body, but with a full 
25%'' scale length on a standard size 
fingerboard. An excellent 
accompaniment guitar for composers, 
or a convenient instrument for the 
occasional or aspiring player. 

Details: Spruce top. Mahogany sides 
and back. Guild slim, fast-action 
mahogany neck with fully adjustable 
truss rod. Rosewood fingerboard with 
inlaid pearl position dots. Guild- 
designed chrome plated machines. 
Natural headplate. Rosewood bridge. 
Tortoise pickguard. Black/white binding 
stripes inlaid around top and back. 

20 frets. Neck joins the body at 14th 
fret. Guild M-450 Strings. 

Dimensions: Body 13%" (34.9 cm.) 
wide, 18" (45.7cm.) long, 44%"(10.8 cm.) 
deep. Overall length 40%" (101.9 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 114¢6' (4.2 cm.). 

F-20 NT. Natural top. Mahogany sides 
and back. 

F-20 SB. Sunburst top. Mahogany sides 
and back. 


C-5 Hard Shell Case. Flannel lined 
and padded. 


C-10P Economy Case. Deluxe covered, 
plush lined. 


























G-312 


Guild's D-50 body is available ina 
12-string instrument that gives you all the 
natural power you would expect of its 
dreadnaught shape and fine, mellowed 
woods. The entire acoustic spectrum Is 
at your fingertips—particularly when you 
explore the inventive tuning possibilities 
that this 12-string suggests. 

Details: Natural spruce top. Rosewood 
sides and back. Guild fast-action, 3-piece 
mahogany neck with fully adjustable 
double truss rods. Ebony fingerboard. 
Inlaid headplate. Schaller chrome 
plated machines. Ebony bridge. Black 
pickguard. White 7-ply ivoroid binding 
inlaid around top and back. 


Neck joins the body at 14th fret. 20 frets. 
Guild B-1250 Strings. 

Dimensions: Body 1534" (40 cm.) 
wide, 20" (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 434" (109.5 cm.). 
Scale length 25%6" (65.1 cm.). Neck width 
at nut 1'%6' (4.6 cm.). 
G-312 NT. Natural top. Rosewood sides 
and back. 


4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 


G-212 


If you're among the thousands who have 
played the Guild D-40, you'll be meeting 
an old friend in the G-212. This 12-string 
is built on a D-40 body—the same fine 
woods in the familiar dreadnaught shape 
and size that make the D-40 sound so full. 
Superb Guild craftsmanship throughout. 

Details: Natural spruce top. Mahogany 
sides and back. Guild fast-action mahogany 
neck with fully adjustable double truss 
rods. Rosewood fingerboard. Inlaid head- 
plate. Chrome plated Guild machines. 
Rosewood bridge. Tortoise pickguard. 
Beautifully bound in white/black/white 
ivoroid on top and back. 

Neck joins the body at 14th fret. 20 frets. 
Guild B-1250 Strings. 

Dimensions: Body 15%4" (40 cm.) 
wide, 20" (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 4344” (109.9 cm.). 
Scale length 2536" (65 cm.). Neck width 
at nut 11%6 (4.6 cm.). 
G-212 NT. Natural top. Mahogany sides 
and back. 





4520 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2520 Hard Sheil Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 
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F-$12 


Guild's finest 12-string. A guitar for the 
accomplished player who prefers 
12-string tunings as the means to fullest 
chordal expression. The action, the 
balance and the tone quality of this 
instrument make it the logical medium for 
the creatively involved professional. 

Details: Natural spruce top. Rosewood 
sides and back. Guild fast-action, 3-piece 
maple and walnut neck with fully 
adjustable double truss rods. Bound 
ebony fingerboard with inlaid mother-of- 
pearl rectangular position blocks. Bound 
headplate with inlaid mother-of- pear! 
Guild motif. Gold plated Schaller 
mini-machines. Rosewood bridge. Black 
pickguard. Finest 7-ply ivoroid binding. 
Delicate wood mosaic stripe inlaid into 
back and sides. 

20 frets. Neck joins the body at 14th fret. 
Guild B-1250 Strings. 

Dimensions: Body 17" (43.1 cm.) 
wide, 20%" (52.7 cm.) long, 5" (12.7 cm.) 
deep. Overall length 44" (111.7 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1'%6' (4.6 cm.). 

F-512 NT. Natural top. Rosewood sides 
and back. 
























































5217 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2517 Hard Shell Case. Flannel lined 
and padded. 


F-412 


Same specifications as F-512, but with 
curly maple sides and back, the body 
finished all in blonde. For the stage or 
club performer building an image of total 
musicianship, an instrument of 





dramatically accented beauty, with a tone 20 frets. Neck joins the body at 14th fret. 
to equal your technical proficiency. Guild B-1250 Strings. 

Details: Natural spruce top. Curly Dimensions: Body 17" (43.1 cm.) 
maple sides and back. Guild fast-action, wide, 20%” (52.7 cm.) long, 5” (12.7 cm.) 
3-piece maple and walnut neck with fully deep. Overall length 44” (111.7 cm.). 
adjustable double truss rods. Bound Scale length 25%" (65 cm.). Neck width 
ebony fingerboard with inlaid mother-of- at nut 1%6' (4.6 cm.). 
pearl rectangular position blocks. Bound F-412 BL. Natural top. Maple sides 
headplate with inlaid mother-of- pear! and back. All blonde. 

Guild motif. Gold plated Schaller 

mini-machines. Rosewood bridge. Black 5217 Hard Shell Case. 3-ply veneer, 
pickguard. Finest 7-ply ivoroid binding. heavily padded plush interior. 
Delicate wood mosaic stripe inlaid into 2517 Hard Shell Case. Flannel iined 
back and sides. and padded. 
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F-212 


In long, complex lines or solidly 
percussive chords, the F-212 isa 
12-string to help the guitarist play with 
freedom and intensity. Its fine 
fingerboard and precision tuning make 
transition easy for the 6-string player 
moving up to the challenging world of 
double strings. 

Details: Natural spruce top. Mahogany 
sides and back. Guild fast-action 3-piece 
mahogany neck with fully adjustable 
double truss rods. Rosewood fingerboard 
with side position dots. Inlaid 
headplate. Guild-designed chrome plated 
machines. Rosewood bridge. Tortoise 


pickguard. Multi-ply ivoroid binding around 


top and back. 


20 frets. Neck joins the body at 14th fret. 


Guild B-1250 Strings. 

Dimensions: Body 16” (40.6 cm.) 
wide, 20” (50.8 cm.) long, 5" (12.7 cm.) 
deep. Overall length 43%” (110.1 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1°%A6' (4.6 cm.). 

F-212 NT. Natural top. Mahogany sides 
and back. 


4516-D Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2516-D Hard Shell Case. Flannel lined 
and padded. 

C-19P Economy Case. Deluxe covered, 
plush lined. 


F-212 XL 


Larger than the F-212 (same body size as 
F-512 and F-412) and made especially for 
the player requiring an extra dimension of 
sound. The gracefully proportioned body is 
ideal for pure 12-string resonance — an 


+ outstanding example of Guild's attention 


to construction features. 

Details: Natural spruce top. Mahogany 
sides and back. Guild fast-action, 3-piece 
mahogany neck with fully adjustable 
double truss rods. Ebony fingerboard with 
side position dots. Inlaid headplate. 
Schaller chrome plated mini-machines. 
Rosewood bridge. Black pickguard. Multi- 
ply ivoroid binding inlaid around top and 
back. 





























20 frets. Neck joins the body at 14th fret. 
Guild B-1250 Strings. 
Dimensions: Body 17" (43.1 cm.) 
wide, 20%" (52.7 cm.) long, 5" (12.7 cm.) 
deep. Overall length 44" (111.7 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1°46 (4.6 cm.). 
F-212XL NT. Natural top. Mahogany 
sides and back. 


5217 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2517 Hard Shell Case. Flannel lined 
and padded. 





Page A-13 








eS 


—_ 








Details: Natural spruce top. Mahogany 
sides and back. Guild fast-action 
mahogany neck with fully adjustable 
double truss rods. Rosewood fingerboard 
For the player who prefers a smaller with side position dots. Inlaid 
instrument, an extra-brilliant guitar with headplate. Guild-designed chrome plated 
the most important features of the larger machines. Rosewood bridge. Tortoise 
models in the Guild 12-string series. This pickguard. Inlaid black/white binding 
is a professional guitar — strong in tone around top and back. 
and responsive to every musical demand, 
despite its special size. 


F-112 









Guild B-1250 Strings. 


aS 
a el et 


20 frets. Neck joins the body at 14th fret. 


Dimensions: Body 15%" (39 cm.) 

wide, 19%" (49.5 cm.) long, 4%" (12.3 cm.) 
deep. Overall length 42%" (108.9 cm.). 
Scale length 25%" (65 cm.). Neck width 
at nut 1%/6' (4.6 cm.). 

F-112 NT. Natural top. Mahogany sides 
and back. 


4515 Hard Shell Case. 3-ply veneer, 
heavily padded plush interior. 

2515 Hard Shell Case. Flannel lined 
and padded. 

18-D Economy Case. Deluxe covered, 
plush lined. 
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There's lots more! For Electric Guitar Accessories, see the Guild Accessories Folder. 
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Mark 4 


Traditional classic guitar construction, combining Guild 
craftsmanship with the finest selected materials of their 
kind. A most beautiful and graceful guitar to delight the 
appreciative eye. The fan-braced, select cedar top is 
close-grained and of pleasing resonance. The sides and 
back are of aged padouk. The tone is superb. Highly 
polished finish. 

ils: Natural finish cedar top. Padouk sides and back. 
Mahogany neck with full width classic fingerboard of 
choicest ebony, inlaid with nickel-silver frets. Rosewood 
headplate. Guild-designed anodized and engraved gold 
plated machines. Hand-crafted rosewood bridge. Black 
4-ply shell binding around top and back. Exquisitely inlaid 
soundhole motif. 

19 frets. The neck joins the body at the 12th fret. 

Guild N-740 Nylon Strings. 

i - Body 144"(36.8 cm.) wide, 19"(48.2 cm.) 
long, 3%" (9.5 cm.) deep. Overall length 39%" (99.7 cm.). 
Scale length 25%" (65 cm.). Neck width at nut 2" (5 cm.). 
Mark 4. Natural finish cedar top. Padouk sides and back. 


C-15 Hard Shell Case. 3-ply veneer, heavily padded plush. 


C-5 Hard Shell Case. Flannel lined and padded. 
C-12P Economy Case. Deluxe covered, plush lined. 
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Custom-quality workmanship to traditional classic guitar 
specifications, resulting in rare tone for the critical 
professional. The top of this instrument is a fine, selected 
cedar—aged, seasoned, and fan-braced in a special pattern. 
The sides and back are premium rosewood, put together 
with the touch of the master craftsman. 
Highly polished finish. 
etails: Natural finish cedar top. Rosewood sides and 

back. Mahogany neck with full width classic fingerboard 
of choicest ebony set with nickel-silver frets. Rosewood 
headplate. Guild-designed engraved, gold plated machines. 
Handmade rosewood bridge. Body is bound completely 
with rosewood and holly. The soundhole decoration is a 
colorful mosaic. 

19 frets. The neck joins the body at the 12th fret. 
Guild N-740 Nylon Strings. 

: Body 144%" (36.8 cm.) wide, 19” (48.2 cm.) 
long, 3%" (9.5 cm.) deep. Overall length 39%" (99.7 cm.). 
Scale length 25% " (65 cm.). Neck width at nut 2" (5 cm.). 
Mark 5. Natural finish cedar top. Rosewood sides and back. 


C-15 Hard Shell Case. 3-ply veneer, heavily padded plush. 
C-5 Hard Shell Case. Flannel lined and padded. 
C-12P Economy Case. Deluxe covered, plush lined. 





Guild 


Mark 3 


For the guitarist whose technique demands a distinguished 
concert instrument for professional performance, an 
unusual example of traditional classic guitar craftsmanship 
in the medium price range. Its select, close-grained cedar 
top is fan-braced for clear, bright tone. Its sides and back 
are first quality mahogany. Highly polished finish. 
ails: Natural finish cedar top. Mahogany sides and 

back. Mahogany neck with full width classic fingerboard of 
selected rosewood, inlaid with nickel-silver frets. Rosewood 
headplate. Guild-designed chrome plated machines. 
Rosewood bridge. Black 3-ply shell binding around top and 
back. Mosaic inlay around soundhole. 

19 frets. The neck joins the body at the 12th fret. 
Guild N-720 Nylon Strings. 

i - Body 14%4"(36.8 cm.) wide, 19"(48.2 cm.) 
long, 3%"(9.5 cm.) deep. Overall length 394" (99.7 cm.). 
Scale length 25%" (65 cm.). Neck width at nut 2” (5 cm.). 
Mark 3. Natural finish cedar top. Mahogany sides and back. 








C-15 Hard Shell Case. 3-ply veneer, heavily padded plush. 
C-5 Hard Shell Case. Flannel lined and padded. 
C-12P Economy Case. Deluxe covered, plush lined. 


Mark 2 


The pure, satisfying tone of this instrument makes it a 
favorite of many advanced soloists as well as folk group 
players and accompanists. Traditional classic guitar 
construction throughout, with fan-bracing of special design 
to support a select, close-grained cedar top. The sides and 
back are of fine quality mahogany. Matte finish. 

ils: Natural finish cedar top. Mahogany sides and 
back. Mahogany neck with full width classic fingerboard of 
selected rosewood, inlaid with nickel-silver frets. Rosewood 
headplate. Guild-designed chrome plated machines. 
Rosewood bridge. Black 3-ply shell binding around top and 
back. Beautiful mosaic inlay of Mexican 
motif around soundhole. 


i 


19 frets. The neck joins the body at the 12th fret. 
Guild N-720 Nylon Strings. 

Dime s: Body 144"(36.8 cm.) wide, 19"(48.2 cm.) 
long, 3%" (9.5 cm.) deep. Overall length 39%" (99.7 cm.). 
Scale length 25%" (65 cm.). Neck width at nut 2” (5 cm.). 
Mark 2. Natural matte finish cedar top. Mahogany sides 
and back. 





C-15 Hard Shell Case. 3-ply veneer, heavily padded plush. 
C-5 Hard Shell Case. Flannel lined and padded. 
C-12P Economy Case. Deluxe covered, plush lined. 
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Classic Tuning Machines. The Guild- 
designed tuning gears on all classic models 
meet every artist requirement of efficiency 
and dependability. Illustrated at left: Mark 5. 


Selection of Woods. The aged, seasoned | 
woods for tops, sides and backs are selected 

for straight, quarter-sawn grain, with special | 
attention to color and texture. Woods for | 
sides and backs must also meet Guild's 

standards of hardness and stability. As the 

materials for each guitar are assembled, 

selection and re-selection is a continuing 

process. 




















rich mosaic, expertly assembled by hand. 

The soundhole itself is of precisely correct 
diameter, accurately positioned to conform 
to classic guitar specifications. 







Classic Soundhole. The classic rosette is a 


/, 
/, 


\ 
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i 
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Classic Neck 

and Fingerboard. 
Traditional classic 
guitar dimensions 

and proportions, as 
passed along from 
generation to genera- 
tion of guitar makers. 
Necks are selected ma- 
hogany. Fingerboards 
are choice ebony or 
rosewood. Frets are 
finest nickel-silver, 
spaced with the 
greatest accuracy. 








Classic Bridge. Guild classic bridges are 
hand-made of rosewood, smoothly finished, 
fitted carefully with finest saddles. Close 
examination of a Guild reveals the many 


AAA small but significant details that add up to 
total quality in an artist instrument. 
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Quality Machine Heads. Guild flat-tops are Back and Side Detail. 
equipped with the finest of machines— lvoroid binding and delicate 
Grover, Schaller or Guild. Guitar players wood mosaic stripe are 
everywhere are familiar with the tuning ease inlaid into back and side of 
of Guild 6-string and 12-string flat-tops, and all rosewood models. 
with the reliability of their 
tuning gears under the most 
strenuous professional 
conditions. See individual 
instruments for details. 











































Flat-Top Bridges. 
Precisely positioned. 
Made of rosewood or 
ebony and smoothly 
finished. Fitted with 
finest quality saddle 
end pins. 


Fully Adjustable Truss Rod in Neck. 
To strengthen the neck and insure 
straightness, all Guild flat-tops are 
built with an adjustable truss rod 
inside the full length of the neck. 
Because of the extra string tension 
all 12-string models are equipped 
with double truss rods. If adjust- 
ment is necessary, a removable 
rod cover on the headplate 
allows easy access with the 
Guild neck wrench. 





Flat-Top Fingerboard. World- 
famous for the quality of its 
woods, inlays, frets, binding 
and construction. Finest 
rosewood or ebony, ona 
neck meticulously shaped 
and finished by hand. On 
several models, neck ma- 
terials are laminated with 
carefully matched pieces 
to prevent warpage. 


Factory-Installed Amplification 
with Barcus-Berry” Hot-Dots™ 
All Guild flat-tops, 12-string 
flat-tops and classics are avail- 
able with Barcus-Berry Hot-Dot 
transducers. These are 
installed inside the bridge for 
acompletely natural, authentic 
acoustic sound. Only two pearl 
dots are visible—one on either 
side of the bridge saddle. 
Factory installation includes 
special 10-foot connecting 
cord, combination output 
jack/end pin, and Hot-Dot Box 
(preamplifier). 





Inspection Before 
Shipment. Every 
Guild is inspected 
at least eight times 
before shipment 
from the factory. 
Each instrument 
is tuned to pitch, 
adjusted, then 
played as the 
final test. 
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GUILD MUSICAL INSTRUMENTS, 225 WEST GRAND STREET, ELIZABETH, NEW JERSEY 07202, USA. _ A Division of Avne 
Catalog No. 8045 Litho in U.S.A. Specifications subject to change without notice. 





